11 USEFUL BOOKS ON ANALOG & DIGITAL SIGNAL 
PROCESSING AND DATA CONVERSION 


Five FROM PRENTICE HALL 
ADSP-2100 Family User’s Manual NEW! 
448 pages, softcover (1993) $24 


Comprehensive reference & guide to the ADSP-2100 
family: Base architecture, integrated on-chip peripherals, 
system hardware & memory interfacing, programmer's 
model & instruction set, design & program examples. 


DSP Laboratory Using the ; z 
ADSP-2101 Microcomputer tall 
by V. K. Ingle and J. G. Proakis : 
300 pages, softcover, 1991 $24 


Introduces real-time signal- 
processing operations on the 
ADSP-2101 in a lab environ- 
ment. Architecture, instruction 
set, and development tools, 
experiments, and projects: FIR 
and IIR filters, communications 
applications, and adaptive filters. 
Based on the authors’ North- 
eastern U. lab course. 


DSP in VLSI 

by Richard J. Higgins 

614 pages, 1990 $38 
For engineers and scientists who 
need to understand and use DSP 
algorithms, ICs, and software tools. 
Signal Processing; Sampled Signals and Systems; DFT 
and the FFT Algorithm; Digital Filters; The Bridge to 
VLSI; DSP Hardware; Software Development for DSP; 
Applications. Bibliography. Index. 


Digital Signal Processing Applications Using 
the ADSP-2100 Family (Now in Softcover!) 
628 pages, Includes Diskette, 1992 $30 


Implementing DSP algorithms with chips. Fixed-point, 
floating-point, approximation, filters, FFTs, image pro- 
cessing, graphics, LPC, PCM, ADPCM, high-speed 
modems, DTMF, sonar beamforming, memory inter- 
face, multiprocessing, host interface. 


Analog-Digital Conversion Handbook 
third edition, 716 pages, 1986 $32.95 


Systems and components, Data acquisition, Distribu- 
tion, Analog functions with digital components, Con- 
verters in instruments and systems. Understanding 
A/Ds, and D/As, converter microcircuits, design, testing, 
specifying, applying converters. Video converters, 
resolvers, V/F and F/V, Intentionally nonlinear convert- 
ers, high resolution. Sample-hold circuits, analog 
switching and multiplexing, reference circuits, DSP. 
Guide for the Troubled. Bibliography. Index. 


To order books, call (617) 461-3392, or fax 

(617) 821-4273; or mail the attached card. 

Ordering more than one book? subtract $1 for each 
book ordered. Complete set: only $197 (ADSP-2100 
Family Manual and Signal Seminar Notes FREE!). 

If not completely satisfied, return the material with 
evidence of payment within 15 days for a full refund. 





Six FROM ANALOG DEVICES 
NEW! Amplifier Applications Guide 
648 pages, 8 1/2” x 11” softcover, 1992 $20 


Timely and practical information on amplifiers — 
including operational, audio, instrumentation, video, 
and log amps. Topics include: Introduction; 
Precision transducer interfaces; High-impedance, 
low current; Single-supply, low-power; 
Audio; Filtering; Driving ADCs; Video 
and other high-speed applications; 
Nonlinear circuit applications; Unusual 
applications; Subtleties; Hardware 
techniques; Simulation; Index. 


Mixed-Signal Design Seminar 
392 pages, 8 1/2” x 11" 
softcover, 1991 $22 


A guide to processing real-world 
signals with mixed analog (ASP) and 
digital (DSP) circuitry. Introduction, 
linear and nonlinear ASP, sampled-data 
systems, ADCs and DACs for DSP, 3-A 
ADCs and DACs, DSP techniques and 
hardware, interfacing, MSP 
applications, circuit techniques. 


High-Speed-Design Seminar 
496 pages, 8 1/2” x 11”,1990 $20 


Practical application of high-speed 

semiconductors to ASP: Converters, digital video, 
sample-holds, op amps, log amps, comparators, pin 
electronics, delay generators, PLLs, DDS, computer 
graphics & RAMDACs, high-speed techniques. 


Transducer Interfacing Handbook 
260 pages, hardcover, 1980 $14.50 


Electrical aspects of commonly used transducers for 
temperature, force, pressure, level, and flow: 
Transducers as circuit elements, bridges, inter- 
ference, amplifiers and signal translation, offsetting & 
linearizing, overall design considerations, applications, 
thermocouples, RTDs, thermistors, IC temperature 
transducers, interfacing, pressure transducers, force 
transducers, flowmeters, level transducers, application 
miscellany, appendix, bibliography, indexes. 


Synchro & Resolver Conversion 
194 pages, 8 1/2” x 11” softcover, 1980 $11.50 


Synchros and resolvers; Scott-T, angles in digital form, 
logic I/O, conversion, resolvers and Inductosyns, 
related products, applications, synchro parameters, 
synchro & resolver manufacturers, harmonic distortion 
of the reference, speed voltages, vector-rotation 
algorithms, quadrature effects. 


Nonlinear Circuits Handbook 
540 pages, softcover, 1976 $5.95 


A classic guide to principles, circuits, performance, 
specs, testing & application of analog multipliers/ 
dividers, rms-to-dc converters, squaring, rooting, 

multifunctions, log, log-ratio, antilog. 


